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Message Text 



LIMITED OFFICIAL USE 

PAGE 01 NOUAKC 00953 20202 IZ 

66 

ACTION OC-06 

INFO OCT-01 AF-05 EUR-06 ISO-00 CCO-00 DODE-00 /018W 

078477 

P R 1 1 1730Z OCT 73 
FM AMEMBASSY NOUAKCHOTT 
TO SECSTATE WASHDC PRIORITY 1612 
AMEMBASSY PARIS PRIORITY 
INFO AMEMBASSY DAKAR 
AMEMBASSY BAMAKO 



LIMITED OFFICIAL USE NOUAKCHOTT 953 

EO 11652: NA 
TAGS: ACOM MR 

SUBJECT: POWER FAILURE NOUAKCHOTT 

1 . MAIN POWER STATION HERE BROKEN DOWN AND WILL BE OUT OE 
SERVICE FOR MINIMUM RPT MINIMUM 2-3 DAYS. AUXILARY GENERATORS 
CAN POWER ONLY PART OF CITY AT ONE TIME. WITH EMBASSY AND 

LOCAL PTT OPERATING MAINLY ON EMERGENCY POWER, TELEX COMMUNICATIONS 
WILL BE SUBJECT TO FREQUENT INTERRUPTIONS AND MAY BE LOST 
ALTOGETHER. 

2. WILL MAINTAIN CONTACT WITH DAKAR-BAMAKO THROUGH USAF 
AUTHENTIC ASSISTANCE OPERATION RADIO AND OVER E&E NET SHOULD 
NORMAL MEANS FAIL. 

DECON ON RECEIPT. 

MURPHY 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: ELECTRIC POWER PLANTS 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 OCT 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: willialc 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973NOUAKC00953 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: NOUAKCHOTT 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731038/aaaabcac.tel 
Line Count: 45 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: willialc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 -Nov-2001 by willialo; APPROVED <21 -Nov-2001 by willialo 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: POWER FAILURE NOUAKCHOTT 
TAGS: ACOM, MR 
To: STATE 
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